From: 

To: 

Bcc: 

Subject: 

Date: 

Attachments: 


Rena  Leddv 

"I  eff  Ziliotto" 

Rena  Leddv 

RE:  Fashion  District  Lighting  Inventory 
Thursday,  March  02,  2017  4:35:00  PM 

imaae009.pna 

imaaeOlO.pna 

imaae012.pna 

imaae013.pna 


Hi  Jeff, 

We  have  a report  that  the  following  lights  are  out: 

1.  625  S Maple 

2.  630  S Los  Angeles  Unit  B-21 

3.  623  S Los  Angeles 

4.  635  S Los  Angeles 

5.  645  S Los  Angeles 

6.  663  S Los  Angeles 

Thank  you! 

Rena 

From:  Jeff  Ziliotto  [mailto:jeff.ziliotto@lacity.org] 

Sent:  Tuesday,  June  16,  2015  11:37  AM 
To:  Rena  Leddy  <rena@fashiondistrict.org> 

Subject:  Re:  Fashion  District  Lighting  Inventory 

Hello  Rena, 

We  have  an  update  for  the  following  request: 

1616  S. SANTEE  - DWP  owned  and  maintained  wooden  utility  pole  with  single 
light  outage,  not  BSL  jurisdiction. 

1144  Vi  S. SANTEE  - Repaired  single  light  outage. 

1145  S.  SANTEE  - Repaired  single  light  outage. 

1118  S.  SANTEE-  A - Repaired  single  light  outage. 

1031  S.  SANTEE-B  - Repaired  single  light  outage. 

1017  S.  SANTEE-A  - Repaired  single  light  outage. 

813  S.  SANTEE  - Repaired  single  light  outage. 

1258  S.  LA  - DWP  owned  and  maintained  wooden  utility  pole  with  single  light 
outage,  not  BSL  jurisdiction. 


201  E.  PICO  ■ 

■ Repaired  single  light  outage. 

1616  S.  LA  - 

Repaired  single  light  outage. 

100  E.  17TH 

- Repaired  single  light  outage. 

100  W.  17TH 

- Repaired  single  light  outage. 

1624  S.  MAIN 

- Repaired  single  light  outage. 

1610  S.  MAIN 

- Repaired  single  light  outage. 

1600  S.  MAIN 

- Repaired  single  light  outage. 

1506  S.  MAIN 

- Repaired  single  light  outage. 

1501  S.  MAIN 

- Repaired  single  light  outage. 

106  E.  OLYMPIC  -MAIN  ST  - Repaired  single  light  outage. 
1053  S.  MAIN  - Repaired  single  light  outage. 

918  S.  BROADWAY  - Repaired  single  light  outage. 


972  S.  MAIN  ■ 

- Repaired  single  light  outage. 

854  S.  MAIN  ■ 

- Repaired  single  light  outage. 

815  S.  MAIN  ■ 

- Repaired  single  light  outage. 

753  S.  SPRING  - Repaired  single  light  outage. 
859  S.  SPRING  - Repaired  single  light  outage. 


400  E.  7TH  - 

Will  require  further  repairs  to  restore  single  light  outage. 

500  E.  7TH  - 

Repaired  single  light  outage. 

501  E.  7TH  - 

Repaired  single  light  outage. 

We  will  keep  you  updated  for  the  400  E.  7th  St  location. 

Thanks, 

Jeffrey  Ziliotto 
Assistant  Division  Manager 
Field  Operations  Division 
PW/Bureau  of  Street  Lighting 


4550  Santa  Monica  Boulevard 
Los  Angeles,  California  90029 
323-913-4741 
323-644-6235  fax 

jeff.ziliotto@lacity.org 

MS  546 

Hours:  7 a.m.-4:30  p.m.  (M-Th) 

7 a.m.-3:30  p.m.  (Fri  Wk  1) 
Regular  Day  Off  (Fri  Wk  2) 


On  Thu,  Jun  11,  2015  at  10:40  AM,  Rena  Leddy  <rena@fashiondistrict.org>  wrote: 

Hi  Jeff, 

Last  night  our  safety  team  did  a lighting  inventory  in  the  Fashion  District  BID.  Attached 
are  the  lights  that  are  currently  not  working.  Please  let  me  know  when  you  might  be  able  to 
get  to  them. 

Thank  you  for  your  assistance! 

Rena 


Rena  Masten  Leddy  Managing  Director 


Uijjim 


LA  Fashion  District  BID 

110  E 9th  Street  Suite  A 1175 


Los  Angeles,  CA  90079 
tel:  213-488-1153  x 713 
fax:  213-488-5159 
cell:  310-600-3247 
www.  f ashiondistrict.  or  g 


